The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
Bureau of Laboratory Sciences 


02-29-12 


Dear ADA knasas: TlL 

Enclosed is the discovery packet for Commonwealth VEnclosed are 
copies of the following information;.' 

1. The Drug Laboratory Receipt • 

:2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form and Micromedex results 

4. The GC/MS Confirmatory Data 

I was the custodial chemist in this case and Kate Corbett was the confirmatory chemist If you 
would like to discuss this case, please feel free to call me directly at the number below. 


Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617 - 983-6634 
Peter. Piro@state. ma. us ; 
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Piro, Peter (DPH) 

From: Knasas, Andrius (SUF) 

Sent: Thursday, February 23, 2012 5:03 PM 

To: Piro, Peter (DPH); Corbett, Kate (DPH) 


Cc: Knasas, Andrius (SUF) 

Subject: Drug Discovery: Comm v. 
Hi Peter and Kate, 



All documents generated in connection with the drug analysis of the following case: 


Next Court Date: 4/18/2012 Status 
Date of Incident: 10/30/2011 


Thank you for your prompt attention to this matter. 


Andrius Knasas .V: :■ V) ^; /-:>■ 

Assistant District Attorney 
Suffolk County District Attorney's Office 
Roxbury Division of the Boston Municipal Court 
85 Warren Street • 

Roxbury, MA 02119 
Ph: (617) 396-5638 
Fax: (617) 442-8931 


2/24/2012 
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ADDRESS 


STATE 


LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 












Date Analyzed: 
City: Boston D.C.U. Police Dept. 

Officer: P.O. REt 




i 6 ( l2 ~ 


Amount: 2,5 
No. Cont: 1 ; Cont: pb 

Date Rec'd: 11/01/2011 
Gross Wt.: 2,23 ,V0 : 


SubstTAB 


Prelim: 




No. Analyzed: / 

Net Weightp i 3 ??^ 
> # Tests: ^ 






Findings: 
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DRUG POWD 


PRELIMINARY TESTS 
Spot Tests 


Microcrvstalline Tests 


Chloride 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR 


Revised 7/2005 
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AGENCY l) 

ANALYST 

No. of samples 

tested: f 


Evidence Wt "2. j 2 ^ 



































Drug Information 

DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: M The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M3 o The M enclosed in a box is 
imprinted on one side and 30 above the 
M score is imprinted on the reverse side., 
h30 , M 30 ;• V ; V : : . ’ . . 

:: Form: Oral Tablet : t 

Available-Container-Size: Bottle of 
100 


NDC: 0406-8530-01 

Excipients: Cellulose, 
Microcrystatiine; Sodium Starch 
Glycolate; Starch, / 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2_[[\ 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 ,j. 

Contact: Covidien Mailinckrodt 


AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


































Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\02_07_12\816373.D 

: : Opera tor t : KAC -/ ■ : b-'; 

Date Acquired : 8 Feb 2 012 F.b3 : 52. 

: Sample Name BLANK 

Submitted by -t.'.V: 

: Vial Number : 2 ■'■'■b b 

: ■; AcquisitionMeth: DRUGS , M : .b;b. : - F;Mb; 

: : Integrator ■' - RTE : 



0 [ I T ! 1 | 7— r 1 ! T i -} F I '] T-r \ . 1 ■ ] I J I | 11 I "I I I f I I ■ I I A 1 | f T T 'j i ? '! ‘1 j T T I ' I 

Jime-> 2.00 3.00 4.00 5.00 . 6.00 . 7.00 8.00 9.00 1 0 .00. 11.00 12.00.; y 






Ret. Time 

Area -iy 

Area % 

Ratio 


*.* *NO INTEGRATED PEAKS*** 



816373.D Mon Feb 27 15:07:02 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchera\l\Syotem7\02 07 12\816374.D 

Operator : KAC 

Date Acquired : 8 Feb 2012 4:07 

^Sample.Name : OXYCODONE STD 

:Submitted by / . i: '/ 

; vial Number . . : 74 

AcquisitionMeth: DRUGS,M 7 
.Integrator : : - RTE : 


Abundance 
3000001 


TIC: 816374.D\daia.ms 
5.025 : : : 


200000 


100000 ] 


' 0 -I'-T—I- T -! | ' i I I , ^ — | - T ~r . I 1 'fr I 1 I I j 1 [ -T-T-l - ' l T ” ' l.T' I I . -J-l-T-T— 

Tinie-> 2.00 3.00 4.00 5.00 6.00 7.00_8.00 9.00_ 10 . 0 0. 11.00 12.0 0 


Ret. Time L 

i. : i Area 

Area % 

Ratio. % 


■5.925 

425744 

; loo.oo 

100.00 



8163 74 . D 


Mon Feb 27 15:07:06 2012 


Page 1 
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Information from Data File; 

File Name : C:\msdchem\1\System7\02_07_12\816374,D 

Operator : KAC 

Dare Acquired : 8 Feb 2012 4:07 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 74 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C: \Database\PMW_T0X2 . L 


Minimum Quality: 85 
Minimum Quality: 85 


Library/ID 


CAS# 


C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 
. Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 


Abundance 


Average of 6.888 to 6.105 min.: 816374.D\data.ms (-} 


Abundance 


#134019: Morphlnan-6-one, 4,5-epoxy-14-hydroxy-3-melhoxy-17-meihyi-, (S.alpha.) 


816374 .D 
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Area Percent / Library Search Report 


Information from Data Rile: 

File Name : C:\msdchem\l\System7\02_07_12\816379.D 

Operator : KAC y ^ i 

; Date. Acquired : 8 Feb 2012 5:25 /T: 

Sample Name ■ BLANK 

Submitted by : P. PIRO 

; Vial : Number : ; " : 2 ; 

AcquisitionMeth: DRUGS,M 
: Integrator t V.-':: . RTE 



0 • • • -i —t | i ■ i > « i ,' | i ' .i ,i | i i ■' | i i I i { ! t .iTTi"> 1 1 ‘ '■ ' 1 ' '1 '■ i ' - 'i :'i '| ~ i t tt 
; Time : ->. 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9 . 00 10.00 11.00 12.00 ’ 


Ret.Time .\ Area : Area % Ratio % 


* * *N0 INTEGRATED PEAKS * * * 


816379.D Mon Feb 27 15:07:19 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File.Name : C:\msdchem\l\System7\02_07_12\816380,D 

■ Operator -'i-Vi : KAC..it - ’ . 

Date Acquired V: r 8 Feb 2 012 5:40 

Sample Name ; 1 .1 : B11-12705 bi;- 

Submitted by : P.PIRO by- /:VV-/e• \ 

iVial. Number. b ; : 80 t 

AcquisitionMeth: DRUGS . M ; y 
Integrator. ; RTE 


Abundance 

800000 


600000 

400000 

'200000 



TIC: 816380.D\dala.ms 
830 : 


Time-> 


OV 1 " 

2.00 


3.00 


4.00 


5,00 


6.00 


7.00 


1 ' "t * i T i i i i j i i ■ ■ ■ i | . . . . r ’. 

8 00 9.00 10.00 11.00 12.00 


Ret. Time. 

Area 

Area % 

: Ratio %b 

5.930 

1016749 

100.00 

100.00 


816380.D Mon Feb 27 15:07:23 2012 Page 1 


Corbett email PRR 013383 










































Area Percent /;Library Search Report 


Information from Data File: 

File Name. : C:\msdchem\l\Syotem7\02_07_12\816380.D 

Operator.i ■ : KAC UV 

8 Feb 2012 5:40 


: 80 

DRUGS.M. 
RTE 


Vial Number .: 
AcquisitionMeth: 
Integrator. : 


Search Libraries: C:\Database\SLI.L V Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Da t a b a s e \ P MWTOX2.L 

\ PKM v ■ RT : V '. . Library/ID 1iCASft Qual 


/■ I ; y V: : 5 . 93 .y : c : \Database\NIST05a . L . 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6 -one , 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



Abundance 


Average of 5.888 to 6.084 min.: 816380.D\dala,ms (-) 



816380.D Mon Feb 27 15:07:23 2012 Page 2 
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. Area Percent.;/ Library Search Report 


: Information from Data File: -7 -t- 
File Name : C: \msdchem\l\Sys.teim7\02_07__12.\816382 , D 

/'Operator ; .■ ■ /.V'.\■ KAC /. 

; Date Acquired : 8 Feb 2012 6:11 

■: Sample -Name ■/ . . ; .: BLANK W/p 
/Submitted by ///;-P/ 


Vial Number . : • 2 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



U 1 . . . [ •. | I j i * * ; * I V i. ,«— r j T i ~t' i f— r-T-r-i 1 t : i ■■r-T-T-T-T-T-}--* r-y r . j' j -r-r r~p-r- 

Time~> 2.00 3.00 4.00 5.00_6.00 7.00 8.0 0 9.00 _ 101)0 11.00 12.00 


Ret. Time Area Area % Ratio % 


*■**NO INTEGRATED PEAKS*** 


816382. D Mon Feb 27 15:07:34 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\02_07_12\816383.D 

Operator : KAC 

:Date Acquired . 8 Feb 2012 6:27 

Sample Name : OXYCODONE STD 

Submitted by : 

■ .Vial Number I: : ’: ; 74 : • 

Acquisi.tionMeth: DRUGS,M ^ 

Integrator : ; : RTE . I':I ^ 


Abundance TIC: 816383.D\da(a ms 

5.$25 


300C00 

200000 

100000 

Time-> 2.00 


F“ r 1 1 } " r " n : r > J 1 * 1 rX f“ ! i r—! p ) -y i --r-| i i r —t p-r-i—T —i—i—i—* h p m — rj-rrr i 

3.00 4.C0 5.C0 6.00 7.00 8.0 0 9.00 10 00 11,00 12,00 


Ret. Time : Area Area % Ratio % 


5.925 470542 100.00 ICO.00 


816 3 83.1) Mon Feb 27 15:07:38 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\02 07 12\816383.D 

Operator : KAC 

Date Acquired : 8 Feb 2012 6:27 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 74 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Minimum Quality:. 85 
Minimum Quality: 85 


CAS# : v Qual 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
V C: \Database\PMW_JTQX2 . L 

: ,PK# : ; RT : ■‘V: Library/ID y: IV lyVry yy. 


l 5.92 : C:\Database\NIST05a.L 

Morphinan-6-pne, 4., 5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 





816383.D Mon Feb 27 15:07:39 2012 Page 2 
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